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NOTIFICATIONS 


Select List for the Year 2017 


1. Sri Geethanandan , K . 


2 . Smt. Latha , K . 


(1) 
No . DPC 2 /17157 /2017 /DME. 

28th July 2017. 
The following is the select list of Radiographer Gr.I 
qualified for Promotion to the category of Radiographer 
( Teaching ) under Medical Education Department for the 
year 2017, prepared by the Departmental Promotion 
Committee (Lower), which met on 26 -7 -2017 . 

Select List for the Year 2017 
1. Sri S . Ramachandran Nair 


No. DPC 2 /17158 /2017 /DME . 


28th 


July 2017 


- 


(2 ) 


The following is the select list of Psychiatric Social 
Worker fit for promotion to the category of Lecturer in 
Psychiatric Social Work for the year 2017 in the 
Department of Medical Education , prepared by the 
Departmental Promotion Committee (Lower), which met on 
26 - 7- 2017. 


No. DPC 2/ 17159/2017 /DME . 

28th July 2017 
The following is the select list of Pharmacist Store 
Keepers fit for promotion to the category of Store 
Superintendents for the year 2017 in the Department of 
Medical Education , prepared by the Departmental 
Promotion Committee (Lower ), which met on 26 -7 -2017 . 


Select List for the Year 2017 


1. Sri Tomy Mathew 


Gaz . No. 41/ 2017/DTP (Medical Education ). 
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No. DPC 2 /39515 /2017/DME. 


28th 


July 2017 . 


The following is the select list-II for the year 2017 


of Blood Bank Technician qualified for Promotion to the 
category of Scientific Assistant ( Blood Bank ) under 
Medical Education Department, prepared by the 


No. DPC 2/21207/2017/DME . 

28th July 2017 
The following is the select list of Technical 
Assistant/ Scientific Assistant (Electrodiagnosis) qualified 
for Promotion to the category of Biomedical Engineer 
under Medical Education Department for the year 2017 , 
prepared by the Departmental Promotion Committee 
(Lower ), which met on 26 - 7 -2017. 

Select List for the Year 2017 
1. Sri Reji, C . K . 


Departmental Promotion Committee (Lower ), which met on 


26 -7 -2017 . 


Select List- II for the Year 2017 


Directorate of Medical 
Education , 
Medical College P. O ., 
Thiruvananthapuram . 


DR. A . REMLA BEEVI, 

Director of Medical 
Education and Convenor 

of the DPC (Lower), 
Medical Education Department. 


1. Sri George Philip 
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